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Message Text 

CONFIDENTIAL 

PAGE 01 TAIPEI 05344 310503Z 
ACTION SY-05 

INFO OCT-01 EA-10 ISO-OO /016W 

123821 310508Z/15 

R 310455Z AUG 77 
FM AMEMBASSY TAIPEI 
TO SECSTATE WASHDC 4831 
INFO USLO PEKING 
AMCONSUL HONG KONG 
AMEMBASSY MANILA 

CONFIDENTIAL TAIPEI 5344 

FOR DEPT A/SY/OPS/T 

HONG KONG FOR RSS AND OIC/RTC 

MANILA FOR TSO 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER TAIPEI 
REF: A) STATE 206309; B) TAIPEI 5252 

1 . THE TWO AIR FILTERS ARE CLEAN AND ARE BEING WASHED EVERY 
WEEK TO TWO WEEKS ROUTINELY. 

2. LOCAL SEABEES INFORM US THAT SENSING BULB IS LOCATED IN THE 
AIR DUCT (NOT RETURN AIR DUCT) AND THERE IS NO PROBLEM WITH IT. 

THEY INDICATE IT IS CORRECTLY INSTALLED. 

3. EMBASSY IS USING ROOM ONLY BY MEANS OF MANUAL OPERATION 
EACH MEETING. PLEASE ADVISE WHEN ASSISTANCE WILL BE FORTHCOMING. 
UNGER 

CONFIDENTIAL 
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